UNIVERSITY OF THE PHILIPPINES 
QUEZON CITY 



OFFICE OF THE VICE PRESIDENT 
FOR ADMINISTRATION 

20 November 2014 

MEMORANDUM NO. MSVA 14-104 

FOR Vice Presidents 

Assistant Vice Presidents 
Directors/Heads of Units 

SUBJECT Orientation Seminar on Quality Management Systems (QMS) 
ISO 9001:2008 for Officials and Employees of UP System Offices 



In compliance with Memorandum Circular No. 2014-01: Supplemental Guidelines on 
the Grant of the Performance-Based Bonus for Fiscal Year 2014 under Executive No. 80 
dated 21 April 2014, the Office of the Vice President for Administration (OVPA), in 
cooperation with the Institute for Small Scale Industries (ISSI) will hold an Orientation 
Seminar on Quality Management System (QMS) ISO 9001:2008 for Officials and 
Employees of UP System Offices: 

Date 28 November 2014, Friday 

Time Batch 1 / Morning Session: 8:30am to 12:00nn 

Batch 2 / Afternoon Session: 1 :00pm to 4:30pm 

Venue Open Plaza, 2 nd floor, ISSI, UP Diliman 

Please note that as targets for the PBB 2014 Major Final Outputs (MFOs) under 
support services, UP System Offices set a target attendance of at least 80 percent of the 
total number of employees to be given the orientation seminar for the QMS ISO 9001 :2008. 

For reference study, the following websites provide free materials for download of 
materials on the ISO 9001 :2008: 
http://www.isohelpline.com/iso_9001_2008_guide.htm 
http://www.slideshare.net/knp_slidess/iso-9001-2008-qms-awareness 

DBM-IATF MC on PBB 2014 regarding the required QMS orientation seminar on ISO 9001:2008 QMS: 
http://www.dbm.gov.ph/wp-content/uploads/Issuances/2014/Memorandum%20Circular/MC2014-01.pdf 
http://www.dbm.gov.ph/wp-content/uploads/Issuances/2014/Memorandum%20Circular/MC%20No.2014%20- 
%2002(PBB).pdf 

Please submit the accomplished reply slip on or before 25 November 2014 
(Tuesday) to the OVPA c/o Jovie or Billy, (fax number: 925 6721) 



MARAGTAS S.V. AMANTE 

Vice President for Administration 

cc: President Alfredo E. Pascual / 




Quezon Hall, U.P., Diliman, Quezon City, Philippines 1101 
Tel. No. 925-0984; 981-8500 loc. 2525/2526 
Telefax: 925-6721 
E-mail: ovpa@up.edu. ph 

NOV 20 2014 



Office of the Vice President for Administration 
Quezon Hall, UP Diliman 



REPLY SLIP 

This is to confirm attendance to the Orientation Seminar on Quality Management 
System (QMS) ISO 9001:2008 for Officials and Employees of UP System 
Offices on Friday, 28 November 2014 at the Open Plaza, 2 nd floor, ISSI, UP Diliman. 



Office/Unit 



I I FIRST / MORNING SESSION, 8:30am-12:00nn 



NAME 


DESIGNATION 











































I I SECOND / AFTERNOON SESSION, 1:00pm-4:30pm 



NAME 


DESIGNATION 











































Confirmed by 

Unit Head 

(Signature Over Printed Name) 

Date : 



